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ACTION SS-15 

INFO OCT-01 NEA-06 ISO-OO SSO-OO CCO-OO NSCE-00 A-01 OPR-01 

SY-04 USSS-00 PRS-01 OC-01 RSC-01 /031 W 

059803 

P 21 1020Z OCT 74 

FM AMEMBASSY DACCA 

TO SECSTATE WASHDC PRIORITY 4618 


LIMITED OFFICIAL USE DACCA 4743 
FOR S/S - EX 
E.O. 11652: N/A 

TAGS: OVIP (KISSINGER, HENRY A.) BG 
SUBJECT: ROOM ASSIGNMENT 

REF: STATE 229342 

1. SECRETARY & MRS. KISSINGER, L. PAUL BREMER, III AND DAVID C. 

GOMPERT WILL BE ACCOMODATED AT THE BANGLADESH GOVERNMENT GUEST 
HOUSE. 

2. ALL OTHERS ACCOMODATED INTER-CONTINENTAL AS FOLLOWS: 

ALFRED L. ATHERTON-SUITE 1100 

ROBERT B. OAKLEY - ROOM 1 105 
WINSTON LORD - ROOM 1 106 
L. BRUCE LAINGEN - ROOM 1 107 
PJL E. BARB IAN - ROOM 1 108 
PETER W. RODMAN - ROOM 1 109 
AND A LIDUMS - ROOM 1110 
JAMES B. MORAN - ROOM 1111 
NADINE BONNIE LONG - ROOM 1112 
JACQUELYN T. HILL - ROOM 1113 
WILMA G. HALL - ROOM 1 1 14 
WILLIAM J. D'URSO ROOM 1115 
ROBERT ANDERSON - ROOM 1120-1122 
MICHAEL A. DEPTULA - ROOM 1121 
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BRIAN D. WOOD - ROOM 1 123 
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STUART C. SCHEER - ROOM 1124 
ROBIE M. H. PALMER - ROOM 1 125 
WILLIAM H. BUSH - ROOM 1127 
CECIL K. ROACH, IR. - ROOM 1128 
EDWARD J. DANSEREAU - ROOM 1129 
HENRY C. SCHWOEBEL - ROOM 1 130 
CHARLES W. POTTS - ROOM 1131 
STAFF SECRETARIAT - ROOM 1 132 & 1 134 
SENIOR STAFF OFFICE - ROOM 1133 & 1135 
MINISTRY FOREIGN AFFAIRS - ROOM 1117 
VISITORS CONTROL ROOM - SUITE 1000 
PRESS ROOM - ROOM 1033 & 1035 
JOHN P. WALLACH - ROOM 1015 
BRUCE VAN VOORST - ROOM 1017 
RICHARD G. VALERI ANI - ROOM 1019 
NELSON S. TALBORT - ROOM 1021 
BARRY SCHWEID - ROOM 1023 
JEREMIAH A. O'LEARY - ROOM 1024 
DEAN MILLS - ROOM 1025 
EDWARD J. KOPPEL - ROOM 1026 
MURREY MARDER - ROOM 1027 
MARIE H. KOENIG - ROOM 1028 
MARVIN L. KALB - ROOM 1029 
BERNARD M. GWERTZMAN - ROOM 1030 
KARIUS JHABVALA - ROOM 1031 
NICHOLAS DANILOFF - ROOM 1032 
STANLEY CARTER - ROOM 1034 

MOTORCADE ASSIGNMENT WILL FOLLOW SEPARATE MESSAGE. 
BOSTER 


LIMITED OFFICIAL USE 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: shawdg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974DACCA04743 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740299-0265 
From: DACCA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 031 /aaaabake. tel 

Line Count: 91 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SS 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: STATE 229342 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Aug-2002 by shawdg>; APPROVED <06 MAR 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: ROOM ASSIGNMENT 

TAGS: OVIP, BG, (KISSINGER, HENRY A) 

To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



